PUBLISHING DIVISION, PITTSBURGH, PA 


Entrance and inside the Allegheny Tunnel, 
second largest of the super-highway seven 
tunnels, stretching under the Allegheny Moun¬ 
tains for 6.070 feet, about 39 miles from Pitts¬ 
burgh and 121 miles from Harrisburg. Portal 
House contains fan system, fire apparatus 
and tow truck. 
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PA. 108 Looking Through Allegheny Tunnel on Pennsylvania's Turnpike, Showing Portal 
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